From: NC Gov. Cooper [ncgovernor.webforms@gmail.com] 

Sent: 11/28/2017 4:19:50 PM 

To: contactgov [/o=Exchangel_abs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: [External] Form submission from: Contact Governor Cooper 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Submitted on Tuesday, November 28, 2017 - 4:19 pm 

Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Rick 

Last Name Nichols 

City Monroe 

State North Carolina 

Email micholslO@carolina.rr.com 

Phone Number 7042548246 

Message 

Gov. Cooper, 

I am totally against the Atlantic Coast Pipeline being proposed. It won't bring 4000 Permanent jobs and as we 
have seen, it will put us all at risk again for the almighty dollar. We all should be looking to solar and wind 
before we ever do another Pipeline. 

The results of this submission may be viewed at: 

https://governor.nc.gOv/node/l l/submission/25656 










